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Chapter 55-01 
WASHINGTON BASIC HEALTH PLAN. 


55-01-001 Authority. [Statutory Authority: RCW 70.47.050. 88- 
24-030 (Order 88-001), § 55-01-001, filed 12/2/88.] 
Repealed by 96-15-024, filed 7/9/96, effective 8/9/96. 
Statutory Authority: RCW 70.47.050. 

55-01-010 Definitions. [Statutory Authority: RCW 70.47.050. 
92-14-088, § 55-01-010, filed 6/30/92, effective 
7/31/92; 89-11-059 (Order 89-002), § 55-01-010, filed 
5/17/89; 89-06-001 (Order 89-001), § 55-01-010, filed 
2/16/89; 88-24-030 (Order 88-001), § 55-01-010, filed 
12/2/88.] Repealed by 96-15-024, filed 7/9/96, effective 
8/9/96. Statutory Authority: RCW 70.47.050. 

55-01-020 Schedule of benefits. [Statutory Authority: RCW 
70.47.050. 92-14-097, § 55-01-020, filed 6/30/92, 
effective 7/31/92; 88-24-030 (Order 88-001), § 55-01- 
020, filed 12/2/88.] Repealed by 96-15-024, filed 
7/9/96, effective 8/9/96. Statutory Authority: RCW 
70.47.050. 

55-01-030 Premiums and copayments. [Statutory Authority: 
RCW 70.47.050. 92-14-088, § 55-01-030, filed 
6/30/92, effective 7/31/92; 89-06-001 (Order 89-001), § 
55-01-030, filed 2/16/89; 88-24-030 (Order 88-001), § 
55-01-030, filed 12/2/88.] Repealed by 96-15-024, filed 
7/9/96, effective 8/9/96. Statutory Authority: RCW 
70.47.050. 

55-01-040 Eligibility. [Statutory Authority: RCW 70.47.050. 88- 
24-030 (Order 88-001), § 55-01-040, filed 12/2/88.] 
Repealed by 96-15-024, filed 7/9/96, effective 8/9/96. 
Statutory Authority: RCW 70.47.050. 

55-01-050 Enrollment in the plan. [Statutory Authority: RCW 
70.47.050. 92-14-097, § 55-01-050, filed 6/30/92, 
effective 7/31/92; 89-22-014, § 55-01-050, filed 
10/24/89, effective 11/24/89; 89-06-001 (Order 89- 
001), § 55-01-050, filed 2/16/89; 88-24-030 (Order 88- 
001), § 55-01-050, filed 12/2/88.] Repealed by 96-15- 
024, filed 7/9/96, effective 8/9/96. Statutory Authority: 
RCW 70.47.050. 

55-01-060 Disenrollment from the plan. [Statutory Authority: 
RCW 70.47.050. 92-14-097, § 55-01-060, filed 
6/30/92, effective 7/31/92; 89-06-001 (Order 89-001), § 
55-01-060, filed 2/16/89; 88-24-030 (Order 88-001), § 
55-01-060, filed 12/2/88.] Repealed by 96-15-024, filed 
7/9/96, effective 8/9/96. Statutory Authority: RCW 
70.47.050. 

55-01-070 Hearings and grievances. [Statutory Authority: RCW 
70.47.050. 88-24-030 (Order 88-001), § 55-01-070, 
filed 12/2/88.] Repealed by 96-15-024, filed 7/9/96, 
effective 8/9/96. Statutory Authority: RCW 70.47.050. 

55-01-080 Contracts with managed health care systems. [Statutory 
Authority: RCW 70.47.050. 88-24-030 (Order 88- 
001), § 55-01-080, filed 12/2/88.] Repealed by 96-15- 
024, filed 7/9/96, effective 8/9/96. Statutory Authority: 
RCW 70.47.050. 
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